Intake Report 


Madison County Detention Center 

2935 Highway 51 South 
Canton, MS 39046 
Sheriff Randall Tucker 


—Person- 

Name: ANTHONY CARL CLARK 

DOB: 11/19/1954 AGE: 064 


—Description -—- 

HGT: 507 
RACE: WHITE 
HAIR: GRAY/GRA 
FHAIR: CLEAN SH 


WGT: 145 
SEX:M 
EYE: BROWN 
COMPL: EIGHT 


—Intake / Booking^- 

OFF DATE: 00/00/0000 - Case#: OTHER 
INTAKE DATE: 09/27/2019 TIME: 10:14 
INTAKE #: BK0000075151 - 002 

ARRESTING AGENCY: OTHER 
AGENCY/OVERNIGHT 



—Bond Information- 

WRITTEN BOND: $ .00 
CASH BOND: $ .00 


DESCRIPTION 

WHICH COURT 

BOND AMT 

Attempted Crime 

CIRCUIT 


Burglary - Possession of Burgl 

CIRCUIT 



http://nnydcstraining.eom/agencyinfo/MS/4360/inmate/ICUD0059.HTM 


Fri Sep 27 15:00:21 2019 


























